228     DOCKETED ITEMS
8503280470    Answer    to    intervenor    850307    motion    for    leave    to    file    addl contention.Intervenors contention not limited to challenge of recent events & consequently not based on new info. Motion should be denied.Certificate of Svc encl. GALLOJ. Commonwealth Edison Co. LAUER.RJ. Isham, Lincoln & Beale. #185 258. 85/03/25. Atomic Safety and Licensing Board Panel. 32pp. 29549:304-29550:313.
S. ReportabSe occurrences, LERs & related correspondence
8503040480 Forwards Part 21 rept re energy absorbing pipe restraints w/ dynamic crush strength valves below accessible levels.Rept withheld (ref 10CFR2.790). GRAPER.H. Hexcel Corp. 85/02/12. MARTIN,J.B. Region 5, Office of Director. 2pp. 29179:178-29179:179.
8503140300 Deficiency Rept 85-03 re procedural defects in Phillips Getschow QC insps of instrumentation installations.Initially reported on 850204.Vendor Installation & Insp Procedure PGCP 30 revised in Jan 1984.Next rept by 850501. SMITH.D.H. Commonwealth Edison Co. 85/02/27. KEPPLERJ.G. Region 3, Office of Director. 2pp. 29381:360-29381:361.
8503150134 Interim Deficiency Rept 84-10 re wall thickness inadequacies for small bore ASME Class II piping.Lab testing of pipe samples in progress.Next rept will be submitted by 850501.
SMITH.D. Commonwealth Edison Co. 85/02/27. KEPPLERJ. Region 3, Office of Director. 2pp. 29393:290-29393:291.
8503210243 Interim Deficiency Rept 84-05 re inconsistencies found in certain documentation of structural steel installed by GK Newberg.Actual review will take approx 3 months.Next rept will be submitted by 850501.
SMITH.D.H. Commonwealth Edison Co. 85/03/06. KEPPLERJ.G. Region 3, Office of Director, 2pp. 29477:224-29477:225.
8503270027 Interim Deficiency Rept 84-15 re GK Newberg welding program. Initially reported on 840910.Document review procedure for structural steel installation traveler packages expected to be approved by 85031 S.Next rept will be submitted by 850501. SMITH.D.H. Commonwealth Edison Co. 85/03/06. KEPPLER.J.G Region 3, Office of Director. 2pp. 29528:351-29528:352.
8503260233 Final Deficiency Repts 84-07 & 84-19 re crush strength of energy absorbing matl supplied by Hexcel & used in pipe whip restraints.Matl used in Westinghouse restraints within procurement spec requirements.
SMITH.D.H. Commonwealth Edison Co. 85/03/11. KEPPLER.J.G. Region 3, Office of Director. 2pp. 29517:263-29517:264.
V. Operator Examinations
8503080358 Forwards adds info re 840928 exemption request from observation training.per 10CFR55.7.Updated resumes of PG Cretens & WE McGee & corrected operating shift experience data sheet encl.
SMITH.D.H. Commonwealth Edison Co. 85/02/26. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 6pp. 29275:301-29275:306.
8503110344 Requests approved ref mat! listed in Encl 1, "Ref Matl Requirements for Operator/Senior Operator Licensing Exams." be submitted by 850330 in order to meet scheduled 850429 written exams.Delay in matl receipt will delay exams. LITTLE.W.S. Region 3, Office of Director. 85/03/05. REED.C. Commonwealth Edison Co. 6pp. 29289:345-29289:350.
DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION
FACILITIES
DOCKET 50-458 RSVER BEND STATION, UNIT 1
A. Application/construction stage documents & correspondence
8407240293 Forwards proposed draft Tech Specs per 10CFR50.36 & 10CFR50.36a,for review.
BOOKER.J.E. Gulf States Utilities Co. 84/07/17. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 969pp. 25719:256-25722:144.
8503060073 Forwards marked-up rev to initial startup test phase of FSAR Section 14.2, "Initial Test Program." Justification & summary explanation of revs also encl. BOOKER.J.E. Gulf States Utilities Co. 85/02/15. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 53pp. 29235:029-29235:081.
8503040303 Requests that response due date be extended to 850329 for Generic Ltr 84-24, "Certification of Compliance to 10CFR50.49,Environ Qualification of Electric Equipment Important to Safety for Nuclear Power Plants."
BOOKERJ.E. Gulf States Utilities Co. 85/02/22. EISENHUT.D.G. Division of Licensing. 1p. 29183:174-29183:174.
8503070539 Forwards "Pump & Valve Operability Assurance Audit," technical evaluation rept,for transmittal to util.
DNAN;
NOONAN.V.S. E Branch 2. 2pp. <
luiprnent Qualification Branch. 85/02/27. SCHWENCER.A. Licensing -?82:191 -29282:211.
-8503070557 "Pump & Valve Operability Assurance Audit," technical evaluation rept. MILLER.B., HODOR.R. Brookhaven National Laboratory. 85/02/08. NRC - No Detailed Affiliation Given. 19pp. 29282:193-29282:211.
8503070605 Forwards request for addl info re TMI Action Item II.K.3.28, "Qualification of Accumulators on Automatic Depressurization Sys Valves." Response requested within 45 days of Itr date.
SCHWENCER.A. Licensing Branch 2. 85/02/27. CAHILL.WJ. Gulf States Utilities Co. 5pp. 29282:160-29282:164.
8503050368 Documents 850221 meeting w/util in Arlington.TX.Util presentations re maint & operations QA/QC informative.
JOHNSON,E.H. Region 4, Office of Director. 85/02/28, CAHILL.WJ. Gulf States Utilities Co. 1p. 29205:285-29205:285.
8503050348 Forwards final response to Section 1.2 of Generic Ltr 83-28, "Required Ac tions Based on Generic Implications of Salem ATWS Events." Response includes NSSS & balance-of-plant post-data recall variables for plant. BOOKERJ.E. Gulf States Utilities Co. 85/03/01. DENTON.H.R. Office of Nuclear Re actor Regulation. Director. 4pp. 29207:303-29207:306.
8503250205 Forwards addl info re CLASIX-3 computer code.per NRC request Info should not be used for evaluation of any specific plant unless endorsed by appropriate util.
HOBBS.S.H. Hydrogen Control Owners Group. 85/03/06. BERNERO.R. Office of Nu clear Reactor Regulation, Director. 15pp. 29491:249-29491:262.
8503180341 Notification of 850308 meeting w/util in Bethesda.MD to discuss schedule re development of Tech Specs.
STERN.S.M. Licensing Branch 2. 85/03/07. SCHWENCER.A. Licensing Branch 2 4pp. 29399:314-29399:317.
8503190503 Notification of 850314 meeting w/util & S&W in Bethesda.MD to discuss electric cable separations.
STERN.S.M. Licensing Branch 2. 85/03/11. SCHWENCER.A   Licensinq Branch 2 3pp. 29441:119-29441:121.                                                                           y
8503220278 Requests assistance in review of allegations contained in amended petition in law suit filed on behalf of AH Teunissen against Ebasco Svcs.lnc Ebasco Plan* Svcs,lnc,S&W & L LeJeune re activities at facility.
JOHNSON.E.H. Region 4, Office of Director. 85/03/11. TATE.A.E. Liskow & Lewis 2pp. 29485:191 -29485:192.
8503260413 Forwards Rev 2 to const QA program as submitted to NRC on 850308 Program current as of 840401.
ENGLAND.LA. Gulf States Utilities Co. 85/03/12. MARTIN NRC - No Detailed Affiliation Given. 1p. 29505:261-29505:308.
8503270366 Forwards justifications for interim operation of Class 1E electrical components located in harsh environ for which qualification incomplete.EncI inadvertently omitted from 850215 submittal.                                                                                    y
BOOKER.J.E. Gulf States Utilities Co. 85/03/12. DENTON.H.R. Office of Nuclear Re-actor Regulation, Director. 35pp. 29522:255-29522:289.
8503190301 Documents final selection of hydrogen release histories for use in 1/4-scale test program.based on discussions which have occurred since Aug 1984 meeting.Final 1/4-scale test matrix also documented.Revised final test matrix encl HOBBS.S.H. Hydrogen Control Owners Group. 85/03/13. BERNERO.R. Office of'Nuclear Reactor Regulation, Director. 20pp. 29403:243-29403:261.
8503190153 Confirms 850320 mgt meeting at Region IV ofc to discuss status of const.detailed schedule for plant completion & readiness for fuel load.per 850314 & 15 telcons.Proposed agenda encl.
DENISE.R.P. Region 4, Office of Director. 85/03/15. CAHILL.WJ. Gulf States Utilities Co. 3pp. 29403:181-29403:183.
8503270648 Forwards second draft of Tech Specs for review.Changes necessary for conformance to plant as-built should be identified in writing.EncI list of 29 areas where info missing must be provided before review version Tech Specs. SCHWENCER.A. Licensing Branch 2. 85/03/15. CAHILL.W.J. Gulf States Utilities Co 255pp. 29543:001-29544:173.
8503270215 Forwards request for addl info re response to Generic Ltr 83-28,ltems 2.1,2.2.1,2.2.2 & 4.5.3.Response requested within 60 days for Items 2.1,2.2.1 & 2.2.2 & within 90 days for Item 4.5.3.
SCHWENCER.A. Licensing Branch 2. 85/03/19, CAHILL.WJ., BOOKER.J.E. Gulf States Utilities Co. 5pp. 29541:004-29541:008.
8503280850 Forwards request for addl info re alternate shutdown to complete review of OL application.
SCHWENCER.A. Licensing Branch 2. 85/03/19. CAHILL.WJ. Gulf States Utilities Co. 4pp. 29562:336-29562:339.
8503250202 Forwards final response to Sections 3.1 & 3.2 of Generic Ltr 83-28, "Required Actions Based on Generic Implications of Salem ATWS Events," re post-maint
BOOKER J.E. Gulf States Utilities Co. 85/03/20, DENTON.H.R. Office of Nuclear Re-actor Regulation. Director. 5pp. 29492:027-29492:031.
8503280264 Notification of 850326 meeting w/util in Bethesda.MD to discuss util plans to manage completion of deferred const items.
STERN.S.M. Licensing Branch 2. 85/03/20. SCHWENCER.A. Licensing Branch 2. 4pp. 29548:322-29548:325.
B. Utility Preliminary Safety Analysis Report, amends
8503180412 Forwards Rev 2 to PSAR Chapter 17 re const QA program, effective 840401 .Changes consistent w/good QA practice.
BOOKERJ.E. Gulf Slates Utilities Co. 85/03/08. MARTIN.R. Region 4, Office of Director. 1p. 29384:001-29384:049.
-8503180413 Rev 2 to PSAR Chapter 17. "QA."
* Gulf States Utilities Co. 84/10/31. 47pp. 29384:002-29384:049.
D. NRC Draft/Final Environmental Statements, suppis & correspondence
8503280765 Advises of completion of review of FES re plant operation.EIS adequately responds to comments issued on DES.Reasonable efforts to assure minimal environ impacts urged.
SPOTTS.C.B. Environmental Protection Agency. 85/03/12. WEINKAM.EJ.   Office  of   Nuclear  Reactor  Regulation,   Director.   1p. 29556:362-29556:362.
-8503260365 Notice of violation from insp on 841228-850212. WARNICK.R.F. Region 3, Office of Director. 85/03/18. 2pp. 29504:163-29504:164.
